Theirs is an ion motor. Mine is a wave plasma motor. Their powerSupply 
connected to my motor would do nothing. My powerSupply connected to 
their motor would do nothing. There areFundamental design differences that 
the camera doesn't reveal.They are getting feeble lift with 18000 volts near 
critical. My motorDoesn't have arc breakdown. They are using a collector. | 
am useinga rebalser. The kind of emitter and rebalser | invented is not in 
textbook. An electronic engineer wouldn't know what you are talking about 
because textbooks only mention Edison Effect. To them myDevice is science 
fiction. 


